
ALLTRADE 

The Right Tool for the Right Project™ 


Patent Pending 




Auto-Loading 

Loads & Locks Blades in 
3 Different Positions 


Knife 



Automatically Loads Knife Blade 
with a Squeeze of the Handle! 



Lock & Release Button 


Removing Old Blades Adding New Blades 




Press Safety Lock, squeeze handle. Press and hold Quick Release 

When desired length is achieved, button to remove blade or to flip 

release Safety Lock. over to use unused side of blade. 
Press Safety Lock to retract blade. 


Open Auto Loading Compartment to 
load new blades. 


6 Heavy Duty Blade 
Capacity 


Quick Release Button 


Includes 
6 Heavy Duty 
Blades 


Multi-Position Safety Lock 
with Soft Touch Button 


Ergonomic Cushion Grips 



6 Heavy Duty Blade Capacity 
Auto Loading Compartment 


Squeeze Lever Extends 
Blade & Auto Loading 
Replacement Blades 



Easy Blade Removal 


Omimhe i 



Item No. Description 


UPC 


1 50001 Squeeze Knife 028907-20071 2 
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ALLTRADE TOOLS LLC 
1431 Via Plata, Long Beach, CA 90810-1462 
Toll Free 800/368-6653, In CA 310/522-9008 
FAX 310/522-9066 www.alltradetools.com 


